Wednesday 


INCIDENT ACTION PLAN 

LNU LIGHTNING COMPLEX 

CA-LNU-013407 




OPERATIONAL PERIOD 

8/19/2020 0700 

to 

8/20/2020 0700 













INCIDENT OBJECTIVES (ICS 202) 


1. Incident Name: 

2. Operational Period: Date From: 

8/19/2020 

Date To: 

8/20/2020 

LNU LIGHTNING COMPLEX 

Time From: 

0700 

Time To: 

0700 

3. Objective(s): 


Management Objectives 

- Provide for emergency personnel and public safety at all times. 

- Ensure COVID-19 precautions and best practices are met at all times. 

- Protect property, improvements, and infrastructure. 

- Ensure coordinated, timely and accurate release of public information. 

- Foster and maintain relationships with all cooperators and stakeholders. 

- Protect economic, natural, cultural and heritage resources. 

- Maintain fiscal accountability and keep costs commensurate with values at risk. 
Control Objectives: 


Branch X - Keep the fire: 

North of Cazadero Rd. 
South of Skaggs Spring Rd. 
East of Kings Ridge Rd 
West of Highway 101 


Branch XX - Keep the fire: 

- North of Pope Canyon Rd. 

- South of Highway 20 

- East of Highway 29 

- West of Capay Valley 


Branch XXX - Keep the fire: 

- North of Curry Lake 

- South of Pope Canyon Rd. 

- East of Silverado Trail 

- West of Blue Ridge 


General Situational Awareness: 

Steep and rugged terrain, critically dry and receptive fuel beds, active area for fire history and drought stressed trees. 

In the COVID-19 environment, high density populations or large groups are particulary at risk. To help protect yourself, your family 
and to ensure all employees return home safely, make sure to practice social distancing. 

Enhanced hygiene (especially handwashing), PPE & monitoring practices help limit the infection rate of first responders. 


5. Site Safety Plan Required? 

Approved Site Safety Plan(s) Located at: 


Yes □ No 


6. Incident Action Plan 






Q 

ICS 203 


ICS 205 


Firing Checklist 

□ 


Weather 


ICS 208 


Shift Ticket Examp 

□ 


ICS 204 

□ 

COVID UNIT INFO 


Facility Map 

□ 


ICS 220 


COVID CHECKLIST 

□ 

Travel Map 

□ 


ICS 206 


Training Message 


ICS 214 

□ 


7. Prepared By: Andrew Murphy 

8. Approved by Incident Commander: 
ICS 202 


Position/Title: PSCI 
Sean Kavanaugh 


Signature: 

Signature; 


S: 


















ORGANIZATION ASSIGNMENT LIST (ICS 203) 


1. Incident Name: 2. Operational Period: Date From: 8/19/2020 Date To: 8/20/2020 

LNU LIGHTNING COMPLEX Time From: 0700 Time To: 0700 

3. Incident Commander(s) and Command Staff: 

7. Operation Section: 

IC/UC's 

Sean Kavanaugh 

Operations 

Chris Waters 

Deputy 

R. Myers / N. Casci / B.Carter 

Deputy Operations 

Abdul Ahmad 

Safety Officer 

Chad Thompson 

Night Ops 


Information Officer 

Jeremy Rahn 

Staging Area 



Liaison Officer 

S. Walker / K. Pack 

Branch 

See 203A 

4. Agency/Organization Representatives: 

Division/Group 

Agency/Organization 

Name 

Division/Group 

LNU Line Officer 

Mike Parkes 

Division/Group 

Napa County Chief 

Geoff Belyea 

Division/Group 

Napa E.O.C 

Chris Schow 

Division/Group 

OES 

Mark Courson 

Branch 

BLM 

Jeff Tunnell 

Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Branch 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Branch 



Division/Group 

5. Planning Section: 

Division/Group 

Chief 

Andy Murphy 

Division/Group 

Deputy 

Jeff Windham / Roger Noon 

Division/Group 

Resource Unit 

G. Padilla / D. Brown / S. Atchison / 

J. Irving 

Division/Group 

Situation Unit 

Keith Tsudama 

Branch 

Documentation Unit 


Division/Group 

Demobilization Unit 

Matt Brady / Stuart Sharp 

Division/Group 

GISS 

Fred Postler 

Division/Group 

FBAN 

Robbie Clark 

Division/Group 

IMET 

Tom Wright 

Division/Group 

Training Tech Spec 

Claudia Soiza 

Air Operations Branch 

Director: Mike Deacon 



Air Support Group Supervisor 




Air Tactical Group Supervisor 

Jake Serrano 

6. Logistics Section 

Helibase Manager 


Chief 

K. Lowe / M. Ferguson 



Supply Unit 

Matt Siebecke 

8. Finance/Administration Section: 

Facilities Unit 

Scott Irvine 

Chief 

Chuck Carrol 

Ground Support Unit 

Michael Esparza 

Time Unit 

Micah MConnell 

Communications Unit 

John Aguilera 

Procurement Unit 

Josh Shifrin 

Medical Unit 

Justin Vanderhulst 

Comp/Claims Unit 

Cesar Nerey 

Motel Unit 

Paul Pumarejo 

Cost Unit 

Michele Patton 





Prepared By: Name: Andrew Murphy Position/Title: PSCI Siqnature: / 

ICS 203 Date/Time: 8/18/2020 2300 hours / nimsiap 




































































ORGANIZATION ASSIGNMENT LIST (ICS 203A) 


1. Incident Name: 2. Operational Period: Date From: 8/19/2020 Date To: 0700 

LNU LIGHTNING COMPLEX Time From: 0700 Time To 0700 

7. Operation Section: 

Chief 

Chris Waters 




Deputy 

Abdul Ahmad 









Staging Area 



Staging Area 



Zone 

WEST 

Ben Nichols 

Zone 

SOUTH 

Charlie Blankenheim 

Branch 

X 

Chad Costa 

Branch 

XXX 

Bill Lopez / Carl Schwettman (T) 

Division/Group 


Wallbridge Fire 

Division/Group 


Hennessey Fire 

Division/Group 

A 


Division/Group 

EE 


Division/Group 

D 


Division/Group 

GG 


Division/Group 

F 


Division/Group 

II 


Division/Group 



Division/Group 

KK 


Division/Group 


Myers Fire 

Division/Group 



Division/Group 

1 


Division/Group 


Markley Fire 

Division/Group 



Division/Group 

MM 


Division/Group 



Division/Group 

QQ 


Division/Group 



Division/Group 

TT 


Division/Group 



Division/Group 



Division/Group 



Division/Group 



Zone 

NORTH 

Nick Brown 

Division/Group 



Branch 

XX 

Brain Mackwood / Mark League 
(T) 

Division/Group 



Division/Group 


Morgan Fire 

Division/Group 



Division/Group 

K 


Division/Group 



Division/Group 



Division/Group 



Division/Group 


Spanish Fire 

Division/Group 



Division/Group 

M 


Division/Group 



Division/Group 

P 


Division/Group 



Division/Group 

R 


Division/Group 



Division/Group 



Division/Group 



Division/Group 


Gambie Fire 

Division/Group 



Division/Group 

T 

1 - 

Division/Group 



Division/Group 

W 


Division/Group 



Division/Group 

z 


Division/Group 



Division/Group 



Division/Group 



Division/Group 


Green Fire 

Division/Group 



Division/Group 

AA 


Division/Group 



Division/Group 

CC 


Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Branch 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Division/Group 



Prepared By: Andrew Murphy Position/Title: PSCI Signature: 

ICS203A Date/Time: 8/18/2020 2300 hours 



Fire Weather Forecast 

WEDNESDAY AUG 19, 2020 

FORECAST NO: 1 NAME OF FIRE: LNU COMPLEX 

PREDICTION FOR: Wednesday UNIT: LNU 

SHIFT DATE: August 19,2020 Incident Meteorologist: Tom Wright 

ISSUED: 2100, Aug 18, 2020 

*** HOT, DRY, WINDY TODAY *** 

DISCUSSION: Hot and dry weather continues today, and strong west-northwest winds will lead to critical fire 
weather conditions. Northwest winds will be gusty through the valley locations, but strong wind gusts are 
expected over the ridges, gaps, and saddles. Winds may gust as high as 40 MPH in gaps aligned to the west- 
northwest. 




WEDNESDAY: *** HOT AND DRY. GUSTY AFTERNOON WEST-NORTHWEST WINDS *** 

• WEATHER: Mostly sunny. 

• WIND (20 FT): Valleys: Light and variable through 1100 then becoming northwest 10-15 MPH with 
gusts to 22 MPH. Ridges and gaps: northwest 5-10 MPH through 1100 then becoming west-northwest 
15-20 MPH with gusts to 35 MPH. Local gusts to 40 MPH through gaps and saddles. 

• MAX TEMPERATURES: bottom: 97-102, top: 94-99. 

• MIN RH: bottom 15-20%, top 10-15% but locally as low as 7% east of Lake Berryessa. 


WEDNESDAY NIGHT: *** POOR TO MODERATE HUMIDTY RECOVERIES OVER THE RIDGES *** 

• WEATHER: Mostly clear. 

• WIND (20 FT): Valleys: becoming light and variable. Ridges: west 5-10 MPH. 

• MIN TEMPERATURES: 65-70. 

• MAX RH: Valleys 60-70%, ridges: 30-40%. 


THURSDAY: 

• WEATHER: Mostly sunny. 

• WIND (20 FT): Valleys: Light and variable through 1100 then becoming northwest 5-10 MPH with gusts 
to 15 MPH. Ridges and gaps: west 5-10 MPH through 1100 then becoming west-northwest 10-15 MPH 
with gusts to 20 MPH. 

• MAX TEMPERATURES: bottom: 92-97, top: 88-93. 

• MIN RH: bottom 20-25%, top 25-30%. 


LONG TERM TRENDS 

Friday through Sunday: Little change. 










FIRE BEHAVIOR FORECAST 


FORECAST NUMBER: 1 I TYPE OF FIRE: WILDLAND FIRE 

FIRE NAME: LNU Lightning Complex _ OPERATIONAL PERIOD: 08/19/20 - 08/20/20 24hr 

DATE ISSUED: 08/18/20_TIME ISSUED: 2300hrs 










LIGHTNING COMPLEX SAFETY MESSAGE 


Maintain Situational Awareness 


INCIDENT: Lightning Complex CA-LNU-013407 DATE: August 19, 2020 TIME: 0700-0700 

Major Hazards and Risks: Extreme fire behavior, Hot dry weather, Limited resources. 

Extreme Fire Behavior: Fuels are receptive to fire spr 
fuel changes fire behavior dramatically!! Be alert to ch, 
in fire behavior. Watch for spot fires outside the contn 

Personnel: Manage yourself and those around you 1 
nutritious food regularly. As fatigue increases, injuries 
crew and partner. Stay engaged and make smart decisic 

Fatigue: Limited resources and hot, dry, windy weathe 
signs of fatigue and take breaks as necessary. Be alert 

Driving: Slow Down! Drive defensively. Narrow wind 
every curve. Drive with headlights and seatbelts on. Cc 
roads. 

Downed powerlines: Follow Powerline Safety guidelii 
power poles. 

Hazard trees: Survey your work areas for hazard tree: 
personnel for tree felling. Dead trees from bug kill, 
your IRPG. 

Steep slopes/rolling material: Watch your footing whi 
loose rolling debris. Maintain Situational Awareness. 

Review your ICS 206 and know what t< 

Lookouts, Communication, Esca] 

ead. A small amount of wind on this dry 
anges in wind direction and expect changes 
d 1 lines. 

hr fatigue. Drink fluids frequently and eat 
tend to increase also. Keep an eye on your 
)ns. 

:r for the next several days. Be alert for 
for signs of fatigue in yourself and others. 

ling roads. Expect the unexpected around 
•ordinate your movements on one-lane 

ties in the IRPG, watch out for burned out 

5, flag and restrict access, use only qualified 
Review and follow Hazard Tree Safety in 

ile hiking in steep terrain. Be careful of 

[) do in the event of an (IWI). 

DC routes. Safety zones 

Tailgate Safetv 

• Accountability: everyone checks in and everyone checks 
out. Supervisors know where their crews are at all times 

• Communication: everyone knows the corn-plan 

• Briefing: everyone knows the plan and the contingency 
plan 

• Safety gear: All safety gear in good working condition 

• LCES: they are clear and made known to everyone 

Covid-19 Precautions: 

• Keep your distance. Wear a mask when 
less than 6’ from other people. 

• Wash your hands 

• No group gatherings without masks 

• Don’t show up to work sick 

• Do daily health evaluations on your 
personnel each day. 


Incident Safety Office r: Chad Thompson 


Incident Commander: Sean Kavanau2h 



















LIGHTNING COMPLEX INCIDENT RISK ANALYSIS (ICS 215a) 


DIV 

HAZARDOUS ACTIONS/CONDITIONS 

MITIGATIONS / WARNINGS / REMEDIES 

ALL 

EXTREME FIRE BEHAVIOR 

Review Wildland Urban Interface Firefighting in the IRPG. 

Monitor current weather conditions and forecasts. Make sure all personnel receive 
thorough briefings every shift. Work within your capabilities when limited 
resources are available. Maintain adequate escape routes and safety zones. Set 
trigger points when appropriate. Adhere to the 10 Fire Orders, mitigate 18 

Situations. Maintain Situational Awareness. 

ALL 

STEEP TERRAIN / ROLLING DEBRIS 

Watch your footing while hiking in steep terrain. Be careful of loose rolling debris 

Maintain Situational Awareness and separation. 

ALL 

THUNDERSTORM / LIGHTNING 

Thunderstorms bring sudden reverse in wind direction and increase in wind speed. 

Take precautions when you hear thunder, not when the storm arrives. Take shelter 
in vehicle or building if possible. Find a low spot away from tall trees and don’t 
group together. Don’t stay on ridge tops. Follow Thunderstorm Safety guidelines in 
the IRPG. 

ALL 

FATIGUE / HEAT / DEHYDRATION 

During periods of hot/dry weather with limited resources be alert for signs of 

fatigue and take breaks as necessary. 

Monitor incoming resources for level of fatigue. Drink water before, during and 
after shifts, up to 1.5 gal. per shift. Be alert for signs of heat stress in yourself and 
others; use the buddy system. Eat small meals often and when possible. 

ALL 

COVID 19 

Maintain 6’ distance whenever possible. Utilize masks, frequent hand 

washing/sanitizing, disinfect common surfaces, follow Napa County Public Health 
Guidelines. Monitor for symptoms, follow reporting procedure. 

ALL 

BACKFIRING and BURNOUT 
OPERATIONS 

Before beginning a backfiring or burnout operation, ensure that: 

Lookouts are posted, communications are established with both firing and holding 
teams, escape routes and safety zones are established and not compromised by the 
firing operations. Ensure approval and relay to all adjoining forces. Follow the 

Firing Operations Checklist. Wear full PPE. 

ALL 

DOZER SAFETY 

Watch for rolling material. Monitor safe working distances. Avoid working below 

a Dozer. Utilize communication with the operator (radio or hand signals) 

Watch for signs indicating buried high-pressure gas lines, stay out of the dust. 

ALL 

POWER LINES 

Follow Powerline Safety guidelines in the IRPG. 

Communicate power line hazards to immediate supervisor. 

Flag area around downed power lines and deny access. 

Treat all downed power lines as energized. 

ALL 

AIRCRAFT OPERATIONS 

Monitor air-to-ground frequency, they are your eyes in the sky. 

Use air-to-ground frequency to communicate with aircraft. 

Use clear, concise statements when directing aircraft. 

ALL 

HAZARD TREES 

Identify and isolate the area to provide for safety of others. Flag and make the 

proper notifications. Evaluate all trees prior to working under or near them. 

Don’t fall any tree outside of your qualification. 

ALL 

LINE CONSTRUCTION 

Conduct thorough briefing for all personnel. Ensure LCES in place prior to 
engagement. Establish adequate safety zones. Use Downhill Line Checklist. 

Utilize Risk Management Process (IRPG). 

ALL 

DRIVING 

Drive defensively! Narrow winding roads are hazardous. Slow Down. Drive with 

headlights on and seatbelts on. Be alert for heavy trucks and high speed opposing 
traffic crossing into your lane. Use warning devices when operating near traffic. 

Incident Name: Lightning Complex 

ICS 215a 

DATE PREPARED; August 18, 2020 1745hrs OPERATIONAL PERIOD 

Prepared by: Chad Thompson SOF1 08-19-2020 0700-0700 

























CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

X A 

Page 1 of 1 Alpha 

4. Operations Personnel: 

WEST ZONE WALLBRIDGE FIRE 

Operations Section Chief; Chris Waters 

Branch Director: Chad Costa 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STA 






0700-0700 

STA 




3 


0700-0700 

STC 




3 


0700-0700 

DOZPVTE6-10 




3 

E-6 

0700-0700 

DOZ PVT E-11 - PETERSEN 




2 

E-11 

0700-0700 

DOZ PVT E-14 REDWOOD 




3 

E-14 

0700-0700 

W/T PVT E-14 BURQUESS 



BURQUESS, DAVID 

2 

E-14 

0700-0700 

HEQB 






0700-0700 







































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Alpha Is located on the Wallbridge Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDFC6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T26 

4 

TACTICAL 

159.2925 

192.8(T16) 

159.2925 

192.8 (T16) 

WALLBRIDGE 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature:/^^**^^^^ 

ICS 204 

^ ^ 'Pei^onnel Count: 16 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 





































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name; 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

X D 

Page 1 of 1 Delta 

4. Operations Personnel: 

WEST ZONE WALLBRIDGE FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Chad Costa 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STA 






0700-0700 

STA 






0700-0700 

CRW1 C-24 KONOCTI 3 



RYAN, KEVIN 

16+/- 

C-24 

0700-0700 

CRW 






0700-0700 

DOZMEU 1143 



SWEENEY, SEAN 

2 

E-265 

0700-0700 

DOZMEU 1145 



WILSON, MATT 


E-266 

0700-0700 





















































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Delta is located on the Wallbridge Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T26 

4 

TACTICAL 

159.2925 

192.8(T16 

159.2925 

192.8 (T16) 

BRANCH 1 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature:/"""^ y ^ y 

ICS 204 

Personnel Count: 18 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 





































































ASSIGNMENT LIST (ICS 204 WF) 


CONTROLLED UNCLASSIFIED 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

X F 

Page 1 of 1 Foxtrot 

4. Operations Personnel: 

WEST ZONE WALLBRIDGE FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Chad Costa 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: 

Jake Serrano 

5. Resources Assigned: 

** Resources Below In Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STA 






0700-0700 

STC MEU 9111C 



VALLERGA JR, CHRIS 

18+/- 

E-57 

0700-0700 

CRW1 C-19 DELTA 2 



MATTWULI, NIKO 

16+/- 

C-19 

0700-0700 

LNU C-1 



RODGERS, SAM 

12 

C-20 

0700-0700 

DOZ PVT E-12 - WADDINGTON 





E-12 

0700-0700 

DOZ PVT E-20 




3 

E-20 

0700-0700 

W/T PVT E-10 





E-10 

0700-0700 

W/T PVT E-12 



HUMPHERY, MARC 

2 

E-12 

0700-0700 







































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Foxtrot is located on the Wallbridge Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T27 

5 

TACTICAL 

159.3075 

192.8(T16 

159.3075 

192.8 (T16) 

WALLBRIDGE 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

DateATime: 8/18/2020 2200 

Signature: ^ / > - - 

ICS 204 

Wrsonnel Count: 51 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 













































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

X 1 

Page 1 of 1 India 

4. Operations Personnel: 

WEST ZONE MEYERS FIRE 

Operations Section Chief: 

Branch Director: 

Division/Group Supervisor: 

Chris Waters 

Chad Costa 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request# 

Hours Reporting Location 

STC 






0700-0700 

CRW 






0700-0700 

















































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division India is located on the Meyers Fire 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T28 

6 

TACTICAL 

151.1825 

192.8(T16) 

151.1825 

192.8 (T16) 

MEYERS 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: Greg Padilla RESL 

Signature: 

ICS 204 

Date/Time: 8/18/2020 2200 

Personnel Count: 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 






































































ASSIGNMENT LIST (ICS 204 WF) 


CONTROLLED UNCLASSIFIED 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX K 

Page 1 of 1 Kilo 

4. Operations Personnel: 

NORTH ZONE MORGAN FIRE 

Operations Section Chief: Chris Waters 

Branch Director; Brain Mackwood / Mark League (T) 

Division/Group Supervisor; 

Night Ops: 

Branch Safety: 

Air Attack; Jake Serrano 

5. Resources Assigned: 

** Resources Below in Boid are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

ENGS LNU E1474 






0700-0700 

ENG3 LNU E1483 






0700-0700 

ENGS LNU E1497 






0700-0700 

DOZPVT E-13-LARUE 





E-1S 

0700-0700 

DOZPVT14E16 






0700-0700 

DOZ PVT 14E18 






0700-0700 

W/T PVT E-27 RODGERS 





E-27 

0700-0700 

W/T2 PVT E-29 - RYAN 





E-29 

0700-0700 

HEQB 






0700-0700 

























































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Kilo is located on the Morgan Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

VTAC14 

7 

TACTICAL 

159.4725 

156.7 (T6) 

159.4725 

156.7 (T6) 

MORGAN 

CDF T24 

14 

TACTICAL 

151.SS25 

192.8(T16) 

151.SS25 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

IS 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: . 

ICS 204 

^ ^erstJnnd Count: 0 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 


















































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX M 

Page 1 of 1 Mike 

4. Operations Personnel: 

NORTH ZONE SPANISH FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

ENG1 E26 





E-262 

0700-0700 

DOZ LNU 1448 



BOHAN, DREW 



0700-0700 

DOZ PVT ^4E^A 






0700-0700 

W/TPVTE-15MEDING 



MEDING, KYLE 


E-15 

0700-0700 




























































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Mike is located on the Spanish Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

VFIRE 24 

8 

TACTICAL 

154.2725 

156.7 (T6) 

154.2725 

156.7 (T6) 

SPANISH 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time; 8/18/2020 2200 

Signature: ^ 

ICS 204 

^ Personnel Count: 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 
















































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


1. Incident Name: 


ASSIGNMENT LIST (ICS 204 WF) 


2. Operational Period: 


3. Branch 


Division 


LNU LIGHTNING COMPLEX 


Date From: 
Time From: 


08/19/20 

0700 


Date To: 
Time To: 


08/20/20 

0700 


4. Operations Personnel: 


NORTH ZONE SPANISH FIRE 


Operations Section Chief: Chhs Waters 

Branch Director: Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 


XX 

Page 1 of 1 


P 

Papa 


Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 


5. Resources Assigned: 


Resources Below In Bold are 12 Hour ** 


Resource Identifier 


ALS LWD 


STC 


ENG1 E15 


W/T PVT E-7 GINTER 


Leader 


GINTER, DEREK 


Personnel Request # 


Hours 


Reporting Location 


0700-0700 


E-260 


0700-0700 


E-7 


0700-0700 


W/T PVT E-11 BREINER 


BREINER, CHRIS 


E-11 


0700-0700 


6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 
Provide for structure defense. 


7. Special Instructions: 

Division Papa is located on the Spanish Fire. 


8. Communications 


Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

VFIRE 24 

8 

TACTICAL 

154.2725 

156.7 (T6) 

154.2725 

156.7 (T6) 


CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 


9. Prepared by: Name: 


ICS 204 


Greg Padilla RESL 

Date/Time: 8/18/2020 2200 



NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 











































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX R 

Page 1 of 1 Romeo 

4. Operations Personnel: 

NORTH ZONE SPANISH FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: 

Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

ENG3 LNU E1489 





E-189 

0700-0700 

W/T PVT E-26 LEMUEL 





E-26 

0700-0700 

W/T PVT E-28 J W BAMFORD 





E-28 

0700-0700 











































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 
Provide for structure defense. 

7. Special Instructions: 

Division Romeo is located on the Spanish Fire. 


8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

VFIRE 25 

9 

TACTICAL 

154.2875 

156.7 (T6) 

154.2875 

156.7 (T6) 

SPANISH 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: Greg Padilla RESL 

Signature: 

ICS 204 

Date/Time: 8/18/2020 2200 

S^^fsonnel Count: 0 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 











































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX T 

Page 1 of 1 Tango 

4. Operations Personnel: 

NORTH ZONE GAMBLE FIRE 

Operations Section Chief 

Branch Director 

Division/Group Supervisor 

Chris Waters 

Brain Mackwood / Mark League (T) 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

ENGS LNU E1490 





E-215 

0700-0700 

STG LNU 9143G 



WASHINGTON, BRYAN 

33 +/- 

C-21 

0700-0700 



































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Tango is located on the Gamble Fire 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

RxTone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

VFIRE 26 

10 

TACTICAL 

154.3025 

156.7 (T6) 

154.3025 

156.7 (T6) 

GAMBLE 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: . 

ICS 204 


Personnel Count: 33 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 













































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From; 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To; 0700 

XX w 

Page 1 of 1 Whiskey 

4. Operations Personnel: 

NORTH ZONE GAMBLE FIRE 

Operations Section Chief; Chris Waters 

Branch Director; Brain Mackwood / Mark League (T) 

Division/Group Supervisor; 

Night Ops; 

Branch Safety; 

Air Attack; Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

STG 






0700-0700 











































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 
Provide for structure defense. 

7. Special Instructions: 

Division Whiskey is located on the Gamble Fire. 


8. Communications 

Name 
CDF C6 

VFIRE 26 _ 

CDF T24 _ 

CALCORD _ 

GUARD _ 

9. Prepared by: Name: 


ICS 204 


Ch 


Function 


Rx Freq 


Rx Tone 


Tx Freq 


Tx Tone 


Notes 


COMMAND 


See 205 for appropriate channel and tones. 


10 


TACTICAL 


154.3025 


156.7 (T6) 


154.3025 


156.7 (T6) 


14 


TACTICAL 


151.3325 


192.8(T16) 


151.3325 


192.8 (T16) 


AIR TO GROUND 


13 


MEDICAL 


156.0750 


156.7 (T6) 


156.0750 


156.7 (T6) 


EMS COORDINATION 


16 EMERGENCY 168.6250 


168.6250 


110.9 (T1) 


EMERGENCY USE ONLY 


Greg Padilla RESL 

Date/Time; 8/18/2020 2200 


Signature:. 



Personnel Count: 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 








































































1. Incident Name: 


ASSIGNMENT LIST (ICS 204 WF) 


CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


2. Operational Period: 


3. Branch 


Division 


LNU LIGHTNING COMPLEX 


Date From: 
Time From: 


08/19/20 

0700 


Date To: 
Time To: 


08/20/20 

0700 


4. Operations Personnel: 


NORTH ZONE GAMBLE FIRE 


Operations Section Chief: Chris Waters 

Branch Director Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 


XX 

Page 1 of 1 


z 

Zulu 


Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 


5. Resources Assigned: 


Resources Below In Bold are 12 Hour ** 


Resource Identifier 


ALS LWD 


STC 


STC 


STG 


Leader 


Personnel Request # 


Hours 


Reporting Location 


0700-0700 


0700-0700 


0700-0700 


6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 
Provide for structure defense. 


7. Special Instructions: 

Division Zulu is located on the Gamble Fire. 


8. Communications 


Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and 1 

tones. 

NIFC T1 

11 

TACTICAL 

168.0500N 


168.0500N 


GAMBLE 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla 


RESL 










Signature: 



ICS 204 



Date/Time: 

8/18/2020 

2200 

Z 

— Personnel Count: 0 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 












































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX AA 

Page 1 of 1 Alpha-Alpha 

4. Operations Personnel: 

NORTH ZONE GREEN FIRE 

Operations Section Chief; Chris Waters 

Branch Director: Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 

Night Ops; 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below In Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 































































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division AA is located on the Green Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDFC6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

NIFC T3 

12 

TACTICAL 

168.6000N 


168.6000N 


GREEN 

CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Siqnature: 

ICS 204 

Personnel Count: 0 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 











































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XX cc 

Page 1 of 1 Charlie-Charlie 

4. Operations Personnel: 

NORTH ZONE GREEN FIRE 

Operations Section Chief; Chris Waters 

Branch Director Brain Mackwood / Mark League (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below In Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 































































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division Charlie Charlie is located on the Green Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C6 

1 

COMMAND 

See 205 for appropriate channel and tones. 

NIFC T3 

12 

TACTICAL 

168.6000N 


168.6000N 



CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: 

ICS 204 

Personnel Count: 0 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 











































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XXX EE 

Page 1 of 1 Echo-Echo 

4. Operations Personnel: 

SOUTH ZONE HENNESSY 

Operations Section Chief: 

Branch Director; 

Division/Group Supervisor: 

Chris Waters 

Bill Lopez / Carl Schwettman (T) 

Night Ops: 

Branch Safety: 

Air Attack; 

Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STA 






0700-0700 

STA 






0700-0700 

STC 






0700-0700 

STC 






0700-0700 

T/F 2377 





E-249 

0700-0700 

DOZMEU 1142 



PETERS, ADAM 

3 

E-67 

0700-0700 

DOZ PVT E-8 





E-8 

0700-0700 

DOZ PVT E-9 





E-9 

0700-0700 

W/T PVT E-13 



RUBINI, NATHAN 

3 

E-13 

0700-0700 

W/T PVT E-19 





E-19 

0700-0700 

HEQB 






0700-0700 


















































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division EE is located on the Hennessy Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDFC12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

NIFC T5 

4 

TACTICAL 

166.7250N 


166.7250N 



CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: Greg Padilla RESL 

Signature; 

ICS 204 

Date/Time: 8/18/2020 2200 

^ -- 

Personnel Count: 6 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 








































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XXX GG 

Page 1 of 1 Golf-Golf 

4. Operations Personnel: 

SOUTH ZONE HENNESSY 

Operations Section Chief: Chris Waters 

Branch Director: Bill Lopez / Carl Schwettman (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request# 

Hours Reporting Location 

STA 






0700-0700 

STA 






0700-0700 

STC 






0700-0700 

T/F E-243 



MARTIN, SETH 

19 

E-243 

0700-0700 

ENGS 2181 






0700-0700 

DOZ PVT E-21 





E-21 

0700-0700 

DOZ PVT E-22 MTAC 





E-22 

0700-0700 

DOZ PVT E-35 




2 

E-35 

0700-0700 

W/T1 PVT E-8 - WILLMORE 



ANDERSON, MiCHELLE 


E-8 

0700-0700 

W/T PVT E-30 BRAD 





E-30 

0700-0700 

























































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division GG is located on the Hennessy Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

NIFC T6 

5 

TACTICAL 

166.7750N 


166.7750N 



CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: 

ICS 204 

Personnel Count; 21 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 





































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

xxx II 

Page 1 of 1 India-India 

4. Operations Personnel: 

SOUTH ZONE HENNESSY 

Operations Section Chief: Chris Waters 

Branch Director; Bill Lopez / Carl Schwettman (T) 

Division/Group Supervisor; 

Night Ops; 

Branch Safety; 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STA 






0700-0700 

STC 






0700-0700 

STC 






0700-0700 

ENGS DVS E32 






0700-0700 

ENGS E570 






0700-0700 

W/T PVT E-1 FUNES 



FUNES, ANTHONY 

1 

E-1 

0700-0700 

W/TPVT E-157 KEENE 



KEENE, ROBERT 

2 

E-157 

0700-1900 














































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division II is located on the Hennessy Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDFC12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

NIFC T7 

6 

TACTICAL 

168.2500N 


168.2500N 



CDF T24 

14 

TACTICAL 

151.SS25 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

IS 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: 

ICS 204 

^^ersonnel Count: 3 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 




































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 



3. Branch 

Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 

Time From: 0700 

Date To: 

Time To: 

08/20/20 

0700 

XXX 

KK 

4. Operations Personnel: 

SOUTH ZONE HENNESSY 


Page 1 of 1 

Kilo-Kilo 

Operations Section Chief: Chris Waters 


Night Ops; 





Branch Director: Bill Lopez / Carl Schwettman (T) 

Division/Group Supervisor: 


Branch Safety; 

Air Attack: Jake Serrano 


5. Resources Assigned: 

** Resources Below in Bol< 

J are 12 Hour** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

ENG 547 






0700-0700 

W/T1 PVT E-6 - MASUT 



FETZER, BEN 


E-6 

0700-1900 




































































































Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 
Provide for structure defense. 


7. Special Instructions: 

Division KK is located on the Hennessy Fire. 


8. Communications 


Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

TxTone 

Notes 

CDFC12 

1 

COMMAND 

See 205 for appropriate channel and 1 

tones. 

NIFC T7 

6 

TACTICAL 

168.2500N 


168.2500N 



CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 


9. Prepared by: Name: Greg Padilla RESL 


ICS 204 

NIMS lAP 


Date/Time: 8/18/2020 


2200 


Signature:_ 


Personnel Count: 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 














































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From; 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XXX MM 

Page 1 of 1 Mike-Mike 

4. Operations Personnel: 

SOUTH ZONE MARKLEY FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Bill Lopez / Carl Schwettman (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

















































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division MM is located on the Markley Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T26 

7 

TACTICAL 

159.2925 

192.8 (T16) 

159.2925 

192.8 (T16) 


CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

DateATime: 8/18/2020 2200 

Signature: - 

ICS 204 

y - 

Personnel Count; 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 





































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To; 08/20/20 

Time From: 0700 Time To: 0700 

XXX QQ 

Page 1 of 1 Quebec-Quebec 

4. Operations Personnel: 

SOUTH ZONE MARKLEY FIRE 

Operations Section Chief: Chris Waters 

Branch Director: Bill Lopez / Carl Schwettman (T) 

Division/Group Supervisor: 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below in Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

















































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division QQ is located on the Markley Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDFC12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T27 

8 

TACTICAL 

159.3075 

192.8 (T16) 

159.3075 

192.8 (T16) 


CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: 

Greg Padilla RESL 

Date/Time: 8/18/2020 2200 

Signature: —~~ 

ICS 204 

- "'"Personnel Count: 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 





































































CONTROLLED UNCLASSIFIED 
INFORMATION//BASIC 


ASSIGNMENT LIST (ICS 204 WF) 


1. Incident Name: 

2. Operational Period: 

3. Branch Division 

LNU LIGHTNING COMPLEX 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 

XXX TT 

Page 1 of 1 Tango-Tango 

4. Operations Personnel: 

SOUTH ZONE MARKLEY FIRE 

Operations Section Chief: 

Branch Director: 

Division/Group Supervisor: 

Chris Waters 

Bill Lopez / Carl Schwettman (T) 

Night Ops: 

Branch Safety: 

Air Attack: Jake Serrano 

5. Resources Assigned: 

** Resources Below In Bold are 12 Hour ** 


Resource Identifier 

ALS 

LWD 

Leader 

Personnel 

Request # 

Hours Reporting Location 

STC 






0700-0700 

STC 






0700-0700 

















































































































6. Work Assignments: 

Provide for Fire Fighter and public safety. 

Support evacuation operations. 

Conduct suppression operations when safe and feasible. 

Provide for structure defense. 

7. Special Instructions: 

Division TT is located on the Markley Fire. 

8. Communications 

Name 

Ch 

Function 

Rx Freq 

Rx Tone 

Tx Freq 

Tx Tone 

Notes 

CDF C12 

1 

COMMAND 

See 205 for appropriate channel and tones. 

CDF T28 

9 

TACTICAL 

151.1825 

192.8 (T16) 

151.1825 

192.8 (T16) 


CDF T24 

14 

TACTICAL 

151.3325 

192.8(T16) 

151.3325 

192.8 (T16) 

AIR TO GROUND 

CALCORD 

13 

MEDICAL 

156.0750 

156.7 (T6) 

156.0750 

156.7 (T6) 

EMS COORDINATION 

GUARD 

16 

EMERGENCY 

168.6250 


168.6250 

110.9 (T1) 

EMERGENCY USE ONLY 

9. Prepared by: Name: Greg Padilla RESL 

Signature: 

ICS 204 

Date/Time: 8/18/2020 2200 

Personnel Count: 0 


NIMS lAP 


CONTROLLED UNCLASSIFIED INFORMATION//BASIC 
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Helibase Name: Helibase Name: Helibase Name: Helibase Name: 

Latitude: Latitude: Latitude: Latitude: 

Longitude: Longitude: Longitude: Longitude: 

Notes: 



















































MEDICAL PLAN (ICS 206) 


1. Incident Name: 


LNU LIGHTNING COMPLEX 


2. Operational Period: 


Date From; 8/19/20 Date To: 8/20/20 
Time From; 0700 Time To: 0700 


3. Medical Aid Stations: 


Name 


MERT 


CAL MAT (Treatment & Supplies) 


Location 


Konocti Camp 


ICP (Golf Course) 


Contact Number/Freq 


530-227-1742 


916-257-0492 


Paramedics 


Yes 


Yes 


4. Transportation (indicate air or ground): 


Ambulance Service 


Location 


Contact Number 


Level of Service 


AMR Medic 61 


Branch 30 


Complex Communications 


ALS 


AMR Medic 72 


Branch 30 


Complex Communications 


ALS 


AMR Medic 743 


Branch 10 


Complex Communications 


ALS 


AMR Medic 744 


Branch 10 


Complex Communications 


ALS 


Cal Fire C-104 (Day Hoist) 


Helibase 


Complex Communication 


BLS 


Guard Medivac (Shared Resource) 


Redding Air Port 


Complex Communication 


ALS 


Reach Air 


Napa / Santa Rosa 


Complex Communication 


ALS 


5. Hospitals: 


Hospital Name 


Address, 


Lat & Long Helipad 


Contact Number(s)/ 
Frequency 


Travel Time 


Air 


Ground 


Trauma 

Center 


Burn 

Center 


Helipad 


Adventist Health St Helena 


10 Woodland Road, Saint 

Helena, CA 94574, Lat/Long: 
38.5425501,-122.4748268 


(707) 963-3611 


00:03 


00:25 


□ 


□ 


Queen of the Valley Medical 
Center 


1000 Trancas Street, Napa, CA 
94558, Lat/Long: 38.324482, 
-122.2971094 


(707) 252-4411 


00:05 


00:34 


Level 3 


□ 


Santa Rosa Memorial Hospital 


1165 Montgomery Dr., Santa 

Rosa, CA 95405, Lat/Long: 
38.4437589,-122.7011068 


(707) 546-3210 


00:09 


01:00 


Level 2 


□ 


University of California, Davis 
Medical Center 


2315 Stockton Blvd., Room 
4206, Sacramento, CA 95817, 
Lat/Long: 38.5549492, 
-121.4546344 


(916) 734-2011 


00:19 


01:18 


Level 1 




□ 


□ 


6. Special Medical Emergency Procedures 


Line Emergency 

Crew Supervisor will contact Division Supervisor with patient 
complaint/condition and location. 

- Division Group Supervisor Contacts; 

1. Closest EMS resource 

2. Communications Unit 

- Communications Unit Contacts; 

1. Ground or Air ambulance as requested. 

2. Operations 

3. Safety 

4. Medical Unit 

- Division Supervisor or designee will serve as point of contact and 
run medical emergency on assigned channel. 

1. A pre-assigned tactical frequency (i.e. CALCORD) should be used 
for IWI and only for duration of the emergency. 

- Communications Unit will clear the Command channel for emergency 
traffic as needed for duration of the need. 

Camp Emergency 

Contact Medical Unit with patient complaint/condition and location. 
Medical staff will respond to stabilize the patient. 

- Medical Unit contacts 

1. Communications 

2. Safety 

3. Logistics 

4. Operations 

5. Crew Supervisor 

6. Comp/Claims 


Injury Reporting Procedures 

Nature of Injury:_ 

Location of Patient:_ 

Point of Contact:_ 


Transportation Requested by: Air__ 

Point of Pick-Up:_ 

Lat:_Long:_ 

Patient Unit ID:_ 

Is an EMT with Patient: Yes_ 

Age:_Sex: Male_ 


Ground 


No_ 

Female 


All Emergencies - Secure the area and identified 
witnesses for later investigation. Keep accurate log 
of events. 


D Check box if aviation assets are utilized for rescue. If assets are used, coordinate with Air Operations. 

7. Prepared by (Medical Unit Leader): 

Justin Vanderhulst 

Signature: 

8. Approved by (Safety Officer): 


/J 


Chad Thompson 

Signature: / K — 

ICS 206 

NIMS lAP 


-—( — ^ - 

Date/Time: 8-18-20 2000 








































































ICS 205 - INCIDENT RADIO COMMUNICATIONS PLAN 

3. Operational Period: 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 


Notes 

ALL RADIO TRAFFIC WILL BE HANDLED 
BY LNU ECC (ST. HELENA) MULTI SITES 

BERRYESSA PEAK TONE 13 


WALLBRIDGE 

WALLBRIDGE 

MEYERS 

MORGAN 

SPANISH 

SPANISH 

GAMBLE 

GAMBLE 

GREEN 

EMS COORDINATION 

AIR TO GROUND 


EMERGENCY USE ONLY 




EMERGENCY USE ONLY 

5. Special Instructions 

\ 

Tx Tone 


141.3(T13) 


192.8 (T16) 

192.8 (T16) 

192.8 (T16) 

156.7 (T6) 

156.7 (T6) 

156.7 (T6) 

156.7 (T6) 



156.7 (T6) 

192.8 (T16) 


110.9 (T1) 




110.9 (T1) 

Tx Freq 

159.3600 

159.2625 


159.2925 

159.3075 

151.1825 

159.4725 

154.2725 j 

154.2875 

154.3025 

168.0500N 

168.6000N 

156.0750 

151.3325 


168.6250 




168.6250 

Rx Tone 

103.5 (T8) 

103.5 


192.8(T16) 

192.8(T16 

192.8(T16) 

156.7 (T6) 

156.7 (T6) 

156.7 (T6) 

156.7 (T6) 



156.7 (T6) 

192.8(T16) 








2. Date/Time Prepared 

Date: 08/18/2020 

Time: 1930 

Rx Freq 

151.2500 

151.2425 


159.2925 

159.3075 

151.1825 

159.4725 

154.2725 

154.2875 

154.3025 

z 

o 

o 

LO 

o 

00 

CD 

168.6000N 

156.0750 

151.3325 


168.6250 




168.6250 

Assigned To 

WEST ZONE 
BRANCH X 

NORTH ZONE 
BRANCH XX 


BRANCH X DIV A, DIV D 

BRANCH X DIV F 

BRANCH X DIV 1 

BRANCH XX DIV K 

BRANCH XX 

DIVM DIVP 

BRANCH XX DIV R 

BRANCH XX 

DIV T DIV W 

1 

BRANCH XX DIV Z 

BRANCH XX 

DIV AA DIV CC 

INCIDENT WIDE 

INCIDENT WIDE 


INCIDENT WIDE 




>- 

O 

z 

in 

CD 

a: 

LJJ 

LU 

1. Incident Name: 

LNU LIGHTNING COMPLEX 

BRANCH X AND XX 

4. Communications 

Name 

CDF C6 

CDFC12 


CD 

CM 

h- 

ll 

Q 

O 

CDF T27 

CDF T28 

VTAC14 

VFIRE 24 

VFIRE 25 

VFIRE 26 

NIFCT1 

NIFC T3 

CALCORD 

CDF T24 


GUARD 




GUARD 

Function 

COMMAND 

COMMAND 


TACTICAL 

TACTICAL 

_j 

< 

o 

o 

TACTICAL 

TACTICAL 

TACTICAL 

TACTICAL 

TACTICAL 

TACTICAL 

r 

MEDICAL 

TACTICAL 


EMERGENCY 




EMERGENCY 

SL 

o 

- 

CN 

CO 


lO 

CO 


CO 

CJ> 

o 

- 

CM 

CO 

T— 

in 

CD 

T— 

00 

■t— 

CJ) 

20 


6. Prepared by (Communications Unit Leader): Name: John McCormick COML (T) Signature: 

iCS205 - CONTROLLED UNCLASSiFiED INFORMATION//BASIC nimsiap Date/Timer' 08/18/20 1930 








































< 

Q. 

CO 


g 

I- 

< 

o 


o 

o 

g 

Q 

I- 

z 

111 

9 

CJ 


lO 

o 

CM 

(O 

g 


3. Operational Period: 

Date From: 08/19/20 Date To: 08/20/20 

Time From: 0700 Time To: 0700 


Notes 

ATLAS PEAK TONE 14 












EMS COORDINATION 

AIR TO GROUND 


EMERGENCY USE ONLY 




EMERGENCY USE ONLY 

5. Special Instructions 


Signature: . ^ 

Date/Time: ‘t^/18/20 1930 

Tx Tone 

151.4 (T14) 






192.8 (T16) 

192.8 (T16) 

192.8 (T16) 




156.7 (T6) 

192.8 (T16) 


110.9 (T1) 




110.9 (Tl) 

Tx Freq 

159.2625 



166.7250N 

166.7750N 

168.2500N 

159.2925 

159.3075 

151.1825 




156.0750 

151.3325 


168.6250 




168.6250 

Rx Tone 

103.5 






192.8 (T16) 

192.8 (T16) 

192.8 (T16) 




156.7 (T6) 

192.8 (T16) 







6. Prepared by (Communications Unit Leader): Name: John McCormick COML (T) 

ICS 205 - CONTROLLED UNCLASSIFIED INFORMATION//BASIC nimsiap 

2. Date/Time Prepared 

Date: 08/18/2020 

Time: 1930 

Rx Freq 

151.2425 



166.7250N 

166.7750N 

168.2500N 

159.2925 

159.3075 

151.1825 




156.0750 

151.3325 
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in 
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CD 

00 

CD 




168.6250 

Assigned To 

SOUTH ZONE 
BRANCH XXX 



BRANCH XXX DIV EE 

BRANCH XXX DIV GG 

BRANCH XXX DIV II DIV 
KK 

BRANCH XXX DIV MM 

BRANCH XXX DIV QQ 

BRANCH XXX DIV TT 




INCIDENT WIDE 

INCIDENT WIDE 


EMERGENCY 




EMERGENCY 

1. Incident Name: 

LNU LIGHTNING COMPLEX 

BRANCH XXX 

4. Communications 

Name 

CDFC12 



NIFC T5 

NIFC T6 

NIFC T7 
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FIRING OPERATION CHECKLIST 


Location:_ 

Date:_ Time: 

Firing Supervisor_ 


1. Personnel Briefing 

D Objectives 

n Conditions (fire environment) 

D Resource assignments identified 
n Firing personnel 
n Holding forces 
n Lookouts 

D Ignition plan/sequence 

□ Communication Plan 
D Contingency Plan 

□ Safety issues 

2. Go / No-Go 

D All personnel briefed 
D Weather forecast reviewed 
n Resources in place 
D Lookouts posted as needed 
D Anchor and termination firing points identified 
D Communications systems in place 
n Fire behavior forecast reviewed 

□ Escape routes and safety zones established and made known 
n Adjoining forces/Air Attack notified 

3. Approval Prior To Firing 

D Division Supervisor 

□ Branch Director 
D Operations 

4. Other Notifications 


□ Other:_ 

□ Other:_ 

Attach Firing Operations Checklist to ICS-214 


Rev 2.8.2011 




CAL FIRE INCIDENT 
MANAGEMENT TEAM 2 



TRAINING SPECIALIST MESSAGE 


The Training Specialist is now available remotely. 
ALL ASSIGNED TRAINEES 


working on position task books will need to register with the 
Incident Training Specialist in order to receive proper credit for 
your assignment. 

Please scan the below QR Code to check in with the Training 
Specialist 



Claudia Soiza TNSP 
949.632.7813 

Forms are Available upon request 


In readiness is aCL 














EMERGENCY SHIFT TICKET and EVALUATION FORM 

The responsible Govemmenl Officer will complete this form each shift 


IConlractor Name 


- ..LNU Lighting Complex I -GA^LNU 13407 E-171 

Agreement Number ^ * ' -*- 

_ Obtain from suplier's agreement 

Equipment Make lEquipment Model/Type- 

CAT D6H 


Equipment Make 


Fireline Builders 


Smokey Bear 


Sparky Dog 


__ 6LN3344 


Date 

Mo / Day Start ^op Work 


8/17 I 0600 I 2400 


8/18 I 0000 1 0600 


Equipment Use _ _ _ 

(Circle) Hours Miles" 


_Division B 


Division B 



Met Performance Expectations 


Equipment in Safe Working Condition 


■Operator Skill Level _ 

Operates Safely _ 

Operator's Cooperation Level _ 

Overall Performance 


must be done. 


Contractor 


_ Operating Supplie s Furni shed By: 

_X_Contractor [” 


_ Equipment Status 


Inspected X Under Agreement 

Released by Government 
I , With drawn by Contractor 

Remarks/Comments ** 


2 Operators 


Govt. Rep. Name and Position - PRIhTT 

_ MiKe Jones 


Govt Rep. Signature 

_ MCke^Joneir 


Contractor Signature 

__ Smokey Sectr 


hnk - Finance 


* NOTE: Any rating of POOR requires an explanation in Comment Section. 

or for more documentaUon. use an ICS Form 23 0 or equivalent 
Blue - Home unit HE Coordinator Ydlow - Vendor- 


08/18/20 _ 

\A/hite - Govt Representative 


0600 

CALFIRE 297 

(Rev 3-2011) 


EMERGENCY SHIFT TICKET and EVALUATION FORM 

__The responsible Govemmenl Officer will complete this form each shift 


incdent or Project Name Incident Number- E " st Number - 

_ LNU Lighting Complex!CA-LNU 1340 7 E-256 

Agreement Number •-—-- 

_ Obtain from supplier's agre ement 

^ lEquipmenlModel/Type-- 

_ CAT _D6H 


ounuiMumuur Ucence NunS^;^ - 

6LN3344 


Contractor Name 

_ Fireline Builders 

Operator #1 Operator #2 

Steve Hawks 





EquipmeniTTse i,^ 

Date 

Mo / Day j 

start 

Stop J 

Work 

(Circle) Hours 4 Days > Miles 

Assignment 


08/181 0600 I 1800 I 12 


Division B 



Met Performance Expectations 


Equipment in Safe Working Condition 


Operator Skill Level 


Operates Safely 


Operator's Cooperation Level _ 

Overall Performance 



Pink - Finance 


NOTE: Any rating of POOR requires an explanation in Comment Section." 
;*Final eyaluaUon or for more documentation, use an ICS Form 23 0 or equivalent. 
Blue - Home Unit HE cioordinator Yellow-Vendor- 


Equipment Status 


Inspected | X j Under Agreement 

Released by Government 
Withdrawn by Contractor 


Remarks/Comments ** 

1 operator 


GovL Rep. Name and Position - PRINT 

_ Mike Weber 


Govt. Rep. Signature 

_ MCke^Weher 


Contractor Signature 

_ Boh-SyyU^h/ 


Dale Time 

_ 08/18/20 _ 0600 

UALFIRE 297 

ni:- . (Rev3.2011) 

wnite - Govt Representative 
































LNU LIGHTNING COMPLEX 
PUBLIC INFORMATION 

Incident Information Line: 707-967-4207 

Email pictures to: LNULiqhtninqComplex2020@amail.com 

MEDIA 

California State Penal Code Section 409.5(d) allows the news media to enter scenes of disaster, 
riot, or civil disturbance. Properly identified members of the news media should not be restricted 
from entering the locations specified within the code, even if the area presents a danger to them. 
Media members should be advised of the nature of possible danger. Members of the media do 
not have the right to access crime scenes or any area where their presence may interfere with 
incident operations, mitigation or evidence collection. 

- The media may only access private property with the property owner’s permission. Fire 
personnel cannot provide members of the media with authorization to enter private 
property. 

- If approached and questioned by the media and/or the public, talk about your assignment 
or task at hand. If need be, direct the questioning party to the incident PIO. 

- Do not speculate or give opinions 

- There is no such thing as an “off the record” comment. 

CAL FIRE SOCIAL MEDIA POLICY (Social Media 0691t 

Social Media is increasingly being used by public agencies and the media as well as the public. 
This form of communication continues to grow rapidly in order to supply the public’s desire for 
instant information gratification. All personnel assigned to a CAL FIRE incident will adhere to the 
CAL FIRE Social Media Policy. Further information about the CAL FIRE Social Media Policy can 
be obtained from the Information Officer. If you are uncertain, please ask. Do not post: 

- Inappropriate information, pictures or videos 

- Opinions regarding the incident or policy 

- Endorsements of any kind 

PICTURES AND VIDEO OF INCIDENT 

We are in a new era of media. Media no longer means the news/broadcast industry but now refers 
to anyone that has the capability to shoot video and or photographs and post them onto social 
media in a matter of minutes. Unfortunately we have seen some instances of video or photographs 
that have depicted unsafe, unprofessional or embarrassing circumstances which are a serious 
breach of ethics. When this happens it reflects poorly on all that are attached to this incident. 
Posting an inappropriate video, photo or blog comment could have unwanted effects. It may be 
unsafe to shoot photos or video and a firefighter who is concentrating on a camera can’t be looking 
up, down and all around. 

LOST AND FOUND 




The Information staff will manage Lost and Found items for the incident. If you have lost an item, 
leave your contact information and what you have lost at the Information trailer. If you have found 
an item on the incident, bring the item to the Information trailer. 

MAIL SERVICE 


The Information staff will assist you in mailing and receiving letters and packages. 












Fire and COVlD-19 Briefing Checklist 

Self-Awareness / Screening 

□ Immediately separate yourself from others. 

□ Notify supervisor if you or others experience: 
o Cough, more than expected 

o Shortness of breath or difficulty breathing 
o New loss of taste or smell 
o Fever o Sore throat 

o Chills o Muscle pain 

□ Review and follow crew and division plans to 
isolate, triage, and transport symptomatic personnel. 

Hygiene on the Flreiine 

□ Properly wash or sanitize your hands often, 
especially before and after eating or entering a 
public place, and after coughing or sneezing. 

□ Avoid hand^akes and communal use items. 

□ Maintain a supply of hand sanitizer and hand wipes. 
Inform supervisor of needed resupply. 

□ Disinfect high touch surfaces often: 

o Radios, phones, doors, pumps, fuel cans, etc. 

Social Distancing and Protective Equipment 

□ Initiate, practice, and remind others of social 
distancing. 

□ Conduct briefings and conversations outdoors and at 
least 6 feet apart. 

□ Utilize face coverings as a tool when practical. 

□ Clean or replace dirty face coverings, equipment, 
and PPE. 

Communications 

□ Face coverings and social distancing complicate 
communications. Enaire effective sender/receiver 
messaging. 

Protect yourself, your crew, and your camp! 

Find more information: https:/Ay ww.nwce. gov/coronavirus. 


NFES 002646 (06/2020) 



COVID GUIDELINES 

1. Incident Name: 

LNU LIGHTNING COMPLEX 

2. Operational Period: Date From: 8/19/20 Date To; 8/20/20 

Time From; 0700 Time To; 0700 



Self-Awareness and Screening 

• If feeling ill, immediately separate yourself from others. 

• Notify supervisor if you or others experience: 


o Cough, more than expected 
o Shortness of breath or difficulty breathing 
o New loss of taste or smell 

o Fever 

o Chills 

o Sore throat 
o Muscle pain 
Hygiene on the Fireline 

• Washing your hands frequently, for at least 20 seconds at a time or sanitize your hands often, especially before and after eating or 
entering a public place, and after coughing and sneezing. 

• Avoid handshakes and the use of communal Items. 

• Maintain a supply of hand sanitizer and hand wipes. Inform supervisor of needed resupply. 

• Disinfect high touch surfaces often: 

o Radios, phones, doors, pumps, fuel cans, etc.... 

Social Distancing and Protective Equipment 

• Initiate, practice, and remind others of social distancing 

• Utilize face coverings as a tool when practical 

• Conduct briefings and conversations outdoors and at least 6 feet apart 

• Clean or replace dirty face coverings, equipment and PPE. 

Communications 

• Face coverings and social distancing may complicate communications. 

Ensure effective sender/receiver messaging while taking proper precautions 

PROTECT YOURSELF AND YOUR CREW 
REMAIN FOCUSED BUT BE COVID AWARE 


Date/Time: 
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UNIT LOG (ICS 214) 

1. Incident Name: 2. Operational Period: Date From: 8/19/20 Date To: 8/20/20 

LNU LIGHTNING COMPLEX Time From: 0700 Time To: 0700 

3. Unit Name/Designators 4. Unit Leader (Name and iCS Position) 

5. Personnel Assigned/Designators 

NAME 

ICS POSITION 

HOME BASE 


























































6. Activity Log (Continue on Reverse) 

TIME 

MAJOR EVENTS 

































7. Prepared By: Date/Time: 



UNIT LOG CONT. (ICS 214) 

1. Incident Name; 2. Operational Period: Date From: 8/19/20 Date To; 8/20/20 

LNU LIGHTNING COMPLEX Time From: 0700 Time To: 0700 

6. Activity Log 

TIME 

MAJOR EVENTS 

















































































7. Prepared By: Date/Time: 



